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OMNIBUS FIRST QUARTER 


OMNIBUS COMPUTER GRAPHICS INC, of Toronto, announced preliminary results for 
first quarter sales of $7.4 million as of December 31, 1986, compared to $1.6 
million in the same quarter last year. 


Losses from operations for the quarter were $4.4 million including non 
recurring items and a write down of discontinued business units. The Company 
had previously announced consolidation of its U.S. computer operations and the 
anticipated losses. 


Since September, overhead costs have been cut substantially, including a 20% 
reduction in payroll overhead. 


PRIVATE PLACEMENTS 


OMNIBUS also announced the completion of private placement financing. The 
financing was comprised of units, priced at $4.00 each. Each unit consisted of 
one common share and one warrant exercisable at $4.15 ase the purchase of one 
common share until December 31, 1988. 


1) Placements announced on January 5th, included 425,000 units which were 
closed on January 28th for $1.7 million. 


2) Placements for an additional 150,000 units for $600,000. were completed by 
February 19th. 


The total number of common shares outstanding after considering this financing 
is 9,257,438. 


The proceeds from these financings were used to retire some trade payables, 
which were part of the recent acquisitions. 


OMNIBUS is a public company listed on the Toronto Stock Exchange as OMI and is 
quoted in the United States by the Associated Press. 
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